THE COURT: Did you ever see any MSHA inspec-
tors out at the Turner property, mine inspec-
tors doing inspections?

THE WITNESS:  Inspectors, yes.  I've seen a
number of inspectors out there.  As far as
knowing whether they were MSHA and all this, I
really don't know.

THE COURT: Did you ever complain to any MSHA
inspectors about any safety complaints? Ever
make any complaints to them?

THE WITNESS:  No.

THE COURT:  Okay.  Had you ever had any prob-
lems at Turner Brothers before during your
employment; ever received any warnings, repri-
mands, or anything like that?

THE WITNESS:
no, sir.

Never received no reprimands.

THE COURT:  Do you know any other employees at
Turner Brothers that have ever been fired for
making complaints?

THE WITNESS:  No, sir.

Mr. Jackson stated that his ulcer condition which caused
him to miss 4 days of work occurred a year and a half ago,
and that his financial difficulties took place approximately
a year ago (Tr. 107).

Mr. Jackson stated that his September 18, 1985, state-
ment to MSHA contains his signature, but that he did not
write it out.  He stated that he could not remember who wrote
it out (Tr. 110), but respondent's counsel asserted that he
was informed by MSHA's counsel that Mr. Jackson's wife wrote
out the statement (Tr. 122).

Mr. Jackson stated that he has not been employed since
his discharge, and that his present source of income consists
of $122 a month from the Veterans' administration.  He con-
firmed that he has received a $1,700 payment on his 10 percent
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